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WORK ORDER REQUEST 


17 MARCH 1959 
TO: FP 
FROM: RGW 
ATTN: = STATOTHR 
CONTRACT:  HF~TM~16 
ITEM PART NUMBER UNIT QTY 
1. F-24483 EA 6h y sf RY 
2. Pa2hhB-b EA suk Nv 
3. F-2M8-5 BA uh) 7 
he F-241,8~6 EA 


LIAS LATAAA IIA AA ost SS PSS SS ATI IIIT 


: Kxeepire ° 


NOTE: Request above listed hoses be thoroughly tested and 
re-inspected for serviceability. Further request they be 
packaged individually, grease and dust free, properly 

- ddentified and capped on hose ends. All hoses determined 
to be unacceptable for fubure use should be retained at 
your facility and disposed of in accordance with Projec 
Directive 67-16, In cases where you determine hose is‘ 


condemned notify RGW in writing referencing this 
work order number, 


WORK ORDER NBR: FP=3-17-2h HOS cor’ vouctR: 3 $ F- {28386 
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